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CONFIDENTIAL IC REGISTRY #26 


NFIC-1. 1/149 
14 February 1985 


MEMORANDUM FOR NATIONAL FOREIGN INTELLIGENCE COUNCIL PRINCIPALS 
FROM: I 

Executive Secretary, NFIC 
SUBJECT: NFIC Principals! 



3 


25X1 


1. At ached fo r vo ur information please find a roster of NFIC 
principals. 


25X1 


2. This roster will be revised, as necessary 

3. Please advise the Executive Secreta ry of changes in both 
principals and alternates. I 


25X1 

25X1 


Attachment 

NFIC Membership List 
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NFIC 


Chairman 


Mr. William J. Casey 

Director of Central Intelligence CIA 

Room 345 » OEOB Green 

Room 7D60, CIA Headquarters 

Vice Chairman 


Mr. John N. McMahon 

Deputy Director of Central Intelligence Green 

Room 7D6011, CIA Headquarters 

Members 


Executive Director, CIA Gray 

Room 7D55, CIA Headquarters 

Ambassador Morton I. Abramowitz 

Director of Intelligence and Research Green 

Room 6531 , Department of State 

Lieutenant General James A. Williams, U.S. Army 
Director, Defense Intelligence Agency Green 

Room 3E258, Pentagon Gray 

Lieutenant General Lincoln D. Faurer, U.S. Air Force 

Director, National Security Agency 

Room 9A197, Fort George G. Meade, Md. Gray 

Mr. Edward J. O'Malley 

Assistant Director, Intelligence Division Green 

Federal Bureau of Investigation 
Room 4026, J.E. Hoover Building 

Mr. Charles V. Boykin 

Deputy Assistant Secretary for Intelligence Green 

Room GA-257 Forrestal Bldg., Department of Energy 

Mr. Douglas Mul hoi land 

Special Assistant to the Secretary Green 

(National Security) 

Room 4326, Main Treasury Building 

Mr. Edward C. Aldridge, Jr. 

Under Secretary of the Air Force Green 

Room 4E886, Pentagon 
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Lieutenant General William E. Odom, U.S. Army 


Assistant Chief of Staff for Intelligence Green 
Department of the Army 
Room 2E464, Pentagon 

Rear Admiral John Butts, U.S. Navy 
Director of Naval Intelligence Green 

Department of the Navy Gray 

Room 5C600, Pentagon 

Major General James C. Pfautz, U.S. Air Force 
Assistant Chief of Staff for Intelligence Green 
Department of the Air Force Gray 

Room 4A932, Pentagon 

Brigadier General Lloyd W. Smith, Jr., U.S. Marine Corps 
Director of Intelligence Green 

Headquarters, U.S. Marine Corps Gray 

Room 2117, Navy Annex 
Washington, D. C. 20380 

Mr. Ken deGraffenreid 

Representative for the Assistant to the Green 

President for National Security Affairs 


Room 300, OEOB 

General Richard G. Stilwell, U.S. Army (Ret.) 

Deputy Under Secretary of Defense for Policy Green 

Room 2E812, Pentagon 

Miss Mary C. Lawton 

Counsel for Intelligence Policy Green 

Office of Intelligence Policy and Review 
Room 4309, Main Justice, Department of Justice 

Mr. Irving P. Margulies 

General Counsel Green 

Room 5870, Department of Commerce 

Mr. Richard Kerr 

Chairman, Intelligence Producers Council Gray 

Room 7E44, Central Intelligence Agency 

Executive Secretariat 


Executive Secretary. NFIC Green 


Deputy Executive Secretary. NFIC Green 
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